PLATE 41.

THE MISSING FLOCK.

Water colour, 25 in. x 30 in.

Exhib. City of Birmingham Art Gallery, April 1938;

Royal Birmingham Society of Artists, February 1943.

In Mr Wo/ter Turner's Collection.

A water colour of this subject was in Albert Levy's collection. Solly assigned
it to circa 1858 (cp. opposite plate, from the unfinished oil at Birmingham).